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BID office - start of shift - Briefing 


Business contact - 1810 Cahuenga - 7/11 - checked with 
Marlene - no problems to report 


Radio call - 6555 Hollywood - r/p reports several transients 
sitting on the sidewalk - blocking pedestrian traffic - subjects 
were advised and sent on their way 


Contact - 6700 bik Hollywood - contacted three (3) transients 
sitting on the sidewalk - blocking pedestrian traffic - subjects 
were advised and sent on their way 


Business check - Hollywood area - checked n/s alleys for 
transient activity - no problems to report 


Contact - 7080 Hollywood - contacted one (1) transient 
sitting on the sidewalk - blocking pedestrian traffic - subject 
was advised and sent on his way 


Code 7 - Ilhop 


Business contact - Sunset area - checked n/s alleys for 
transient activity - no problems to report 


Business contact - 1200 Vine - Gym parking lot - checked 
lot for transient activity - no problems to report 


Radio call - Sunset & Vine - Starbucks - r/p reports a f/w/a 
inside the location refusing to leave. Upon arrival we 
contacted the r/p (Christina) who told us that the subject was 
upset and was afraid to leave the location without some type 
of assistance. 


When we entered the location we were approached by an 
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unknown female black subject who told us that she was 
assisting the subject that generated our radio call. We 
confirmed that the r/p wanted to allow the subject to remain 
inside the location and she stated that she no longer needed 
our assistance. E-90 was advised 


Business check - 1810 Cahuenga - 7/11 store - checked the 
parking lot for transient activity - no problems to report 


BID office - patrol log 
Patrol vehicle parked on floor 6 


End of watch 
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